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PAGE 01 DOHA 00452 I4I04IZ 

44 

ACTION HEW-06 

INFO OCT-OI NEA-09 ISO-00 OES-05 COME-00 EB-07 TRSE-00 
/028 W 

128765 

R 14I020Z APR75 
FM AMEMBASSY DOHA 
TO SECSTATE WASHDC 0369 

UNCLAS DOHA 0452 

E.O. 1 1652: N/A 

TAGS: OGEN, ETRD, TBIO, QA 

SUBJ: FDA ADVISORY - FACILITY MANUFACTURING PRACTICES (NON- 
COMPLIANCE WITH GOOD MANUFACTURING PRACTICES) 

REE: STATE 79613 

1. AHMAD KHALIL AL BAKER PHARMACY HAS INFORMED EMBASSY THAT 
IT RECEIVED FEB 14 MAILGRAM AND HAS NOT SOLD ANY RECALLED 
PRODUCTS. MANAGER NOTED THAT MAILGRAM ALSO STATED MCGAW REP 
WOULD VISIT DOHA TO VERIFY THAT ALL SUSPECT PRODUCTS HAD BEEN 
REMOVED AND TO MAKE ARRANGEMENTS FOR REPLACEMENTS. TO DATE, 
NOTHING FURTHER HAS BEEN RECEIVED FROM MCGAW, AND PHARMACY 
WOULD APPRECIATE KNOWING WHEN IT CAN EXPECT NEW SHIPMENT. 

2. ACTION REQUESTED: REQUEST DEPT OR USDOC CONTACT MCGAW 

AND ADVISE US WHEN COMPANY EXPECTS TO REPLACE RECALLED PRODUCTS. 
PAGANELLI 
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Errors: N/A 
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